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SUBJECT: CATALOG EXHIBIT: SCIENTIFIC, MEDICAL AND INDUSTRIAL INSTRUMENTS 


1. ON DECEMBER 22 WE INVITED A GROUP OF INDUSTRY 

REPRESENTATIVE TO SEEK SUGGESTIONS FOR ORGANIZING A ONE-DAY TECHNICAL 
SEMINAR AND THE CATALOG SHOW (24-27) IN NEW DELHI. CONSENSUS WAS 
THAT WE PLAN TWO SESSIONS FOR THE SEMINAR: (A) FORENOON (9/30 - 
12.30) FOR SCIENTIFIC, INDUSTRIAL AND MEDICAL INSTRUMENTS, 

AND (B) AFTERNOON (2.30 - 5.30) FOR INDUSTRIAL PROCESSING EQUIPMENT. 

THERE WILL BE TWO PRINCIPAL SPEAKERS AT EACH SESSION. THE ITR 

AND AN INDIAN EXPERT. THE FOLLOWING TOPICS WERE SUGGESTED SUITABLE 

FOR ITR: 

A) STATE OF ART IN SCIENTIFIC INDUSTRIAL AND MEDICAL INSTRUMENT 
TECHNOLOGY; AND 

B) TRENDS AND DIRECTION IN INSTRUMENTATION TECHNOLOGY. 

2. PLEASE CONTACT PETER BRENNAN AND ASCERTAIN WHETHER HE IS 
AGREEABLE. ALSO PLEASE CABLE ASAP EXACT TITLES OF HIS PREPARED 
REMARKS FOR EACH SESSION IN DELHI, AS WELL AS FOR BOMBAY, AS WE 
NEED TO GO TO THE PRINTERS. 
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